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SUBJECT: EVAL OF MSN C-201C, 15 JUN 71 

1. IMAGE QUALITY: IMAGE QUALITY IS FAIR TO GOOD. INTER- 
PRETATION SUITABILITY OF CL OUB FREE PHOTOGRAPHY IS FAB* CLOIBS A® 
HAZE OBSCURE APPROXIMATELY 55 PCT OF ENTIRE MSN. 

2. MSN DATA: 

A. MSN NO: C-201C 

B. DATE: 15 JUN 71 

C. CAM NO: 003 (H CAM) ; A/C TYPE: U2R 

D. CAM MODE: V 

E. T/0 ! UNKNOWN; CAM/ON: UNKNOWN 

F. FILM TYPE UNKNOWN (FILM CODE 50JH-4-2000) ; EM1LSI0N NO: 


25X1 


11 - 8 - 10-0 

G. SHUTTER SPEED: 1/250 SEC NOMINAL 

H. SLIT WIDTH: 0.400 INCH 

I. FILTER: W-12 

J. PROCESS SITE: 

3. ORIG NEG: 

A. EXPOSURE: GOOD 
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B. DENSITY* THINTOWED* CONTRAST* LOW T 0 MED* 

C. PHYSICAL DEGRADATIONS* NONE NOTED 

D. WAGED DEGRADATIONS* NONE NOTED. 

E. AIKILIARY DATA* FUNCTIONED PROPERL Y T Hi OUGHOUT MSN. 
4. POSIT WES* GOOD FOR INTERPRET AT ION. GP-1 
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